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armed forces from leaving the country and prevent armaments of
any sort, including ships, planes, etc., being taken to England or
any other place abroad.
"The French Government will forbid French citizens to fight

The heavy solid line on the above map shows the limits of the German
zone of occupation in France, as indicated in Article 2 of the German-French
Armistice of June 22. The broken line shows the approximate limits of the
demilitarized zone along the Franco-Italian frontier, as specified in Article 3
of the Italian-French Armistice of June 24.